The Comic Of... 
MEGASUS 


WHAT A LOVELY 
DAY! TIME TO GO 
FOR A QUICK 


AHEY! ITS A 
ME. ZARIO! 
IS THAT ZARIO? 


WAIT. WHO’S 


AND MY NAME IS 
MEGASUS! NICE 
TO MEET YOU 
ZARIO! 


NICE TO MEET 
YOU TOO! 
MEGASUS! 


WELL THAT’S 
REALLY COOL 
ZARIO! 


HEY ZARIO. 
VID YOu 
KNOW I’M A 
SUPERHERO? 


HEY ZARIO. 
VO YOU WANT 
TO PLAY MY 


They arrive to 
the gaming 
garage 


Yt AN VLR! TE / 
ZARIO! wow I KNOW y 4 


WELCOME TO \ MEGASLIS! RIGHT! BUT 
THE GAMING THIS PLACE IS ANYWAYS 
GARAGE! ie 50 COOL! A LET’S JUST 
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Your battery is very low 

1 O mM Ns OMG OMG OMG! 
fe Plug in your MY LAPTOP JUST 

pc now WENT FLAT! LET ME 


later | ey yD FLEA 


ON! 


OMG! I CAN'T 
- EVEN 
TURN ON MY 
LAPTOP WELL. THE 
yy) ONLY THING | NEED 
TO DO |5 TO TELL 


4 MEGASUS. 
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MEGASUS. I MEGASUS, 

CANNOT PLAY I CAN FIX THAT MEGASUS. 

AMONG US BY USING MY MAKE THE 
SUPERPOWERS FF j AR TOP 


LAPTOP DIED é 


I 
pian wetzone 
ZARIO! 
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